278-0785 Electrical Speciflcations 

UL Applications: 250 Volts AC 
Max at 2 Amps 

Dielectric with Standing Voltage: 500 Volts AC 
Insulation Resistance: 500 Megohms 
Termination Resistance: 35 Milliohms 

Materials: 

ABS UL94VO 

RJ45 Jack Contact: Phosphor hronze, gold plating in 
contact area 
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